100 



The Open Orthopaedics Journal, 2014, 8, 100-107 



Open Access 



The Construct Validity and Responsiveness of Sensory Tests in Patients 
with Carpal Tunnel Syndrome 

Derek K.M. Cheung*' 1 , Joy C. MacDermid 2 ' 3 , Dave Walton 1 and Ruby Grewal 2 ' 4 

'Health and Rehabilitation Sciences Physical Therapy, Faculty of Health Sciences, Western University, London, 
Ontario, Canada 

2 Hand and Upper Limb Clinic, St. Joseph's Hospital, London, Ontario, Canada 
3 School of Rehabilitation Science, McMaster University, Hamilton, Ontario, Canada 
4 Schulich School of Medicine, Western University, London, Ontario, Canada 

Abstract: Background and Purpose: Sensory evaluation is fundamental to evaluation of patients with Carpal Tunnel 
Syndrome (CTS). The purpose of this study was to determine the construct validity and responsiveness for sensory 
threshold tests in patients with CTS. 

Methods: Sixty-three patients diagnosed with CTS were evaluated prior to orthotic intervention and again at follow up at 6 
and 12 weeks. Sensory tests included touch threshold PSSD (Pressure Specified Sensory Device) and vibration threshold 
(Vibrometer). Construct validity was assessed by comparing sensory tests to hand function, and dexterity testing using 
Spearman rho (r s ). Patients were classified as either responders or non-responders to orthotic intervention based on the 
change score of the Symptom Severity Scale (SSS) of 0.5. Responsiveness of the sensory tools was measured using ROC 
(receiver operating characteristic) curves, SRM (Standardized Response Mean), and ES (Effect Sizes). 

Results: The PSSD had low to moderate correlations (r s < 0.32) while Vibrometer scores had moderate correlations 
(r s = 0.36 - 0.41) with dexterity scores. The Clinically Important Difference (CID) for the PSSD was estimated at 
0.15 g/mm 2 but was not discriminative. The Vibrometer demonstrated moderate responsiveness, with a SRM = 0.61 and an 
ES = 0.46 among responders. The PSSD had a SRM = 0.09 and an ES = 0.08 and showed low responsiveness for patients 
with a clinically important improvement in symptoms. 

Conclusion: Measurement properties suggest that the Vibrometer was preferable to the PSSD because it was more 
correlated to hand function, and was more responsive. Clinicians may choose use the Vibrometer opposed to the PSSD for 
determining important change in sensation after orthotic intervention. 

Keywords: Carpal tunnel syndrome, clinically important difference, construct validity, orthotic intervention, psychometric 
properties, responsiveness, touch threshold, vibration threshold. 



INTRODUCTION 

Carpal Tunnel Syndrome (CTS) is a common 
compression neuropathy with an annual prevalence ranging 
between 2.7% [1] to 6.7% [2]. Occupations with repetitive 
motion (for example, manufacturing and food services), have 
higher prevalence of CTS cases in the United States of 
America based on National Health Surveys [2, 3]. For 
workers employed within educational institutions, a lower 
prevalence of CTS injury was found [2]. CTS is a major 
component of work-relevant upper extremity disorders 
[4, 5], and is associated with considerable health care costs 
[6]. Typical sensory symptoms experienced by patients with 
CTS are tingling, pain, and numbness at night or throughout 
the day; with advanced stages of the disease affecting motor 
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function and dexterity [7-14]. Sensory findings are early 
indicators of CTS and commonly evident in the clinical 
history. In addition, clinical examination tests of sensibility 
and hand function are used to assess sensibility and its 
functional impact [15-20]. This includes sensory tests [21], 
or disease specific questionnaires [22]. These clinical tests 
should be responsive, such that they demonstrate noticeable 
change to the patient or to the clinician [23]. Responsiveness 
is central to the confidence that clinicians and patients have 
in using clinical tests to determine whether treatment was 
successful; and if further treatment is required afterwards 
[15]. 

There are two broad methods of determining clinically 
meaningful change: distribution based and anchor based 
approaches. Distribution based methods focus on statistical 
properties of a tool for measuring clinically important 
change [24]. Two common methods of distribution based 
methods are effect size (ES) and standardized response mean 
(SRM) [25]. Anchor based methods define clinically 
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important change based on an external anchor, which can be 
based on a subjective opinion (from a clinician's or patient's 
perception) or from an objective measure (such as a disease 
specific tool) [25]. The anchor must be clearly defined and 
be able to show a clinically important difference (CID) 
between groups at one instant (cross sectional approach) or 
over a period of time (longitudinal approach) [24]. Often, a 
global rating of change is used to determine subjective 
change. Although this method is easy to apply, it is subject 
to recall bias [26]. The use of a disease specific tool is 
thought to be a more accurate to measure important change 
because they are standardized, contain multiple items, and 
are more prescriptive about what elements are being 
evaluated. Another criterion for clinically important change 
is whether symptoms resolve with treatment. The benefit of 
this approach is that it is an external criterion for 
demonstrating clinical improvement. For example, if 
symptoms continue despite conservative treatment, the 
patient did not experience a clinical important change, and 
surgery would be the next treatment option [27]. 

Sensation is an important component of hand function 
[19, 28], and is typically impaired in CTS [29]. A variety of 
tools can provide quantitative measures of sensory threshold 
for different modalities, including touch and vibration 
threshold [15-17, 19]. Two sensory tools which are used in 
clinical studies to measure sensory characteristics in CTS are 
the Pressure Specified Sensory Device (PSSD) (NK 
Biotechnical Corporation, Minneapolis, MN, USA) and the 
Vibrometer (Z tech Medical, Salt Lake City, UT, USA). 
Some clinical measurement properties of the PSSD and 
Vibrometer have been reported. The PSSD has been shown 
to have high reliability (r = 0.95) and inter rater reliability in 
healthy persons for one point static testing (r = 0.99) [30]. 
The Vibrometer, has shown to have excellent test-retest 
reliability in patients with CTS with intra class correlation 
coefficients (ICCs) ranging from 0.86 to 0.89 [31]. However, 
there is a lack of studies defining the responsiveness (CID, 
ES, and SRM) of the sensory tools. Valid sensory measures 
should be related to measures of hand function, such as 
dexterity, and self-reported function as measured by the 
DASH (Disability of the Arm, Shoulder, and Hand). 

The purpose of this study was to evaluate the clinical 
measurement properties of the Vibrometer and the PSSD in 
patients with CTS, in terms of the following: 

1 . The responsi venes s using : 

a. Distribution based - effect size (ES) and 
standardized response means (SRM) 

b. Anchor based clinically important difference 
(CID) 

2. The convergent construct validity in relation to 
measures of self-reported and performance-based 
hand function (DASH and NK Dexterity). 

MATERIALS AND METHODOLOGY 
Participants 

All patients were recruited from a tertiary care center 
specializing in upper limb disorders. Patients were diagnosed 



with CTS based on a clinical diagnosis made by the treating 
hand surgeons and confirmed by electromyography (EMG) 
from various testing centers based on the latest version of the 
American Association of Electrodiagnostic Medicine criteria 
as outlined by consensus criteria by Rempel et al. (Table la) 
[14]. Patients were excluded from the study if they met any 
of the following criteria: 

Exclusion Criteria: 

• urgent or severe CTS requiring early operative 
intervention 

• pregnancy [32-34] 

• concurrent injury to the upper extremity including 
recent trauma (i.e. fracture, amputation, tumor, or 
nerve compression) 

• wrist arthritis, rheumatoid arthritis diabetes mellitus, 
or thyroid disease 

• inability to complete study forms/assessments 

• neurodegenerative conditions which prevent the 
participant from fully understanding and completing 
the research study 

This study was approved by the university research ethics 
board and informed consent was obtained from each patient. 

Sample Size Justification 

The sample size was determined for the correlation 
between sensory tools to DASH, and Dexterity to achieve 
significance using G*Power version 3.1.4 software (http: 
//www.psycho.uni-duesseldorf.de/abteilungen/aap/gpower3/dow 
nload-and-register) at a power of 80% with a moderate effect 
size of 0.5 with a point biserial model. Alpha was set at 0.05 
using a 2 tail test. The minimum sample size required was 26 
patients. Statistical significance was considered if p<0.05. 

Outcome Measures 

Pressure Specified Sensory Device (PSSD) 

The PSSD is a computerized touch threshold device, 
which can measure the minimum amount of pressure 
required to elicit a response from a subject (g/mm 2 ), as well 
as spatial discrimination (2 point discrimination) (2 PD). It 
has a range of 0.1 to 100 g/mm 2 . Each hemispheric prong has 
an area of 0.90 mm 2 . This study tested touch threshold only 
with the PSSD. For touch threshold of a single point, the 
tester applied an individual metallic prong from the PSSD 
device into the distal pulp of the long finger in the affected 
hand while the participant sat with eyes closed. The system 
calibrates itself each time the software is started to ensure 
reliability. Participants were instructed to push a trigger held 
in the opposite hand, to identify when they perceived the 
stimulus. The PSSD has been shown to have high reliability 
(r = 0.95) and inter-test reliability in patients with neuro- 
pathy for one point static testing (r = 0.99) [30]. For each 
visit, a total of five repetitions were taken; the lowest and 
highest scores were dropped and the remaining three were 
averaged as recommended by the manufacturer. 
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Vibrometer 

The Vibrometer is a sensory modality which measures 
vibration perception threshold [35]. The Vibrometer used in 
this study is a 50 Hz computer-controlled ramped protocol 
where the vibration stimuli are applied through a 2 mm 
diameter aperture with a 1 mm diameter vibrating post 
(Fig. 1). Subjects were required to identify when they felt a 
stimulus by squeezing a handheld trigger with their eyes 
closed. The minimum score is 1 um and the maximum score 
is 180 um. A ramped protocol is regulated by the device 
supplying sufficient repetitions of test stimuli; to achieve a 
stable estimate of vibration threshold. The Vibrometer has 
shown excellent test retest reliability in patients with CTS 
with ICCs ranging from 0.86 to 0.89 [31]. 




Fig. (1). Vibrometer apparatus with trigger. 



Disability of the Arm, Shoulder, and Hand (DASH) 
Questionnaire 

The DASH is a self-report measure which allows 
patients to rate the disability of their arm, shoulder, and hand 
[32]. The questionnaire contains 30 questions rated 1 to 5, 
with a higher score indicating higher levels of pain and 
disability. The DASH was completed by each patient at each 
follow up point. The final DASH score was calculated by 
adding all the scores, subtracts 30, and divided by 1.20. The 
questionnaire has been shown to be responsive after carpal 
tunnel release surgery (SRM = 0.7) [33]. The convergent, 
construct, and discriminatory validity has been supported for 
distal upper extremities, including CTS [34]. DASH has also 
been found to be responsive in patients with wrist related 
injuries (SRM = 0.74 - 0.91) [34]. 

NK Dexterity Small Objects Test 

The NK Dexterity Small Objects Test (referred to as 
"Dexterity" for short) is a test of manual dexterity which 
measures the amount of time (in seconds) that is required for 
a patient to move objects on a plastic board [36, 37]. Sizes of 
the objects are classified as small, medium, or large. It 
consists of plastic and metal objects that need to be moved 
with the affected hand and placed into another location. 
Timing was initiated from the moment the hand moved from 



the starting position towards the first object until subjects 
removed their hand from the final object. For this study, 
dexterity testing was done with the small objects only 
because fine motor function is expected to be most affected 
in CTS [36]. In addition, the small object subtest has been 
shown to have the best correlation to hand function with 
r = 0.47-0.87; and also has high reliability (ICC = 0.53-0.86) 
[36, 37]. The time recorded for the patient to complete the 
dexterity task was the mean of 3 trials at each follow up 
point. 

Symptom Severity Scale (SSS) 

The Symptom Severity Scale is a validated patient 
oriented scale to assess the symptoms and functions 
experienced by patients with CTS. The questionnaire is 
composed of two parts. Eleven questions are used to measure 
the symptoms experienced by patients and 8 questions are 
used to measure function [22]. Each question is rated from 1 
to 5. The average of all scores was taken as the final score of 
the test. The tool has been validated for responsiveness, and 
reliability [22]. 

Procedure 

Each patient was treated with night orthotic intervention 
of the wrist in neutral position for 12 weeks; and had 
assessments at baseline, 6 weeks, and 12 weeks later (total of 
3 visits). All patients had received orthopedic intervention 
regardless of severity, as this is standard treatment practice 
in this tertiary care setting. If patients and surgeons felt that 
orthotic intervention was not reducing symptoms, then 
surgery was offered following the 12 weeks. Patients were 
monitored for a year following the intervention to determine 
whether they proceeded to surgery. 

At baseline and at each follow up visit, patients 
completed the following assessments: PSSD, Vibrometer, 
DASH, and Dexterity. The same research assistant was 
trained to perform each of the tests on each patient and at 
each follow up point. Data for the PSSD and Vibrometer 
were collected by having each patient seated with their 
affected arm supported on a table. For the PSSD, the wrist 
was supported by a piece of foam, such that the wrist was in 
neutral position and the palm was facing upwards. Data for 
the Vibrometer was collected by having the arm rest directly 
on the table with the hand in pronated position. The long 
finger was used for testing sensation in both PSSD and 
Vibrometer testing. Testing was done on the affected hand if 
CTS was affecting only one side; otherwise, the hand with 
more severe symptoms was tested for subjects who had CTS 
in both hands. Standardized testing was done for dexterity 
testing for each patient with the affected hand. 

Analysis 

All analyses were performed using SPSS software 
version 19. 

Cross Sectional Convergent Validity 

Cross Sectional Convergent Validity assesses the extent 
to which a measure's result agrees with another measure that 
is believed to be assessing the same or similar attribute [38]. 
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The correlation between the PSSD and the Vibrometer to 
measures of hand function were determined using 
Spearman's correlation (r s ). Interpretation was based on the 
guidelines that Spearman' correlation are considered poor if 
r s < 0.25, considered moderate if r s = 0.25 - 0.50, considered 
good if r s = 0.50 - 0.75 and considered excellent if r s > 0.75 
[39]. 

CID (Clinically Important Difference) 

The CID for the PSSD and Vibrometer was determined 
using receiver operating characteristic (ROC) curves to 
determine the cut-off point to dichotomize and categorize the 
sample into 2 groups (responders and non-responders). The 
SSS was used to determine a cut-off score to discriminate 
clinically important change based on a cut-off point of 0.5. 
The cut off score of 0.5 was based on previous analysis using 
an ROC curve to determine the minimally clinically 
important difference for proceed to surgery based on the 
SSS. The patients were categorized either as responders if 
change score on the SSS from initial and final follow up was 
greater than 0.5 (those who responded to orthotic 
intervention and did not proceed to surgery) or non- 
responders if change score was less than 0.5 (those who did 
not respond to orthotic intervention and proceeded to 
surgery). The initial scores were taken at baseline. The final 
follow-up visit was based on scores at 12 weeks. For patients 
who did not return for their final follow-up, the score at 6 
weeks was carried forward as it represented the last known 
status; and our previous studies have shown that patients 
who are going to respond to treatment will do so within the 
first six weeks [40]. 

ROC curves plotted sensitivity (y-axis) versus 
1 -specificity (x-axis). The discriminative ability of the ROC 
curve is considered good when the area indicated by under 
the curve exceeds 0.75 [41]. 

Calculating ES and SRM for Responders to Change 

The ES was calculated by dividing the mean change by 
the standard deviation of baseline scores [42]. The SRM was 
calculated by dividing the mean difference of the change 
scores by the standard deviation of change [43]. The SRM 
and ES were calculated for both the responder group and the 
non-responder groups for the PSSD, and the Vibrometer. 
The change scores were calculated in the same way clinical 
changes when determining the CID for the PSSD, and 
Vibrometer. Responsiveness was defined as low if SRM and 
ES were < 0.5, moderate if SRM and ES were between 0.5 to 
0.8 and large responsiveness if > 0.8 [44, 45]. 

RESULTS 

Patients were between the ages of 29 to 74 years (mean 
age of 49 ± 9 years). The duration of the symptoms ranged 
from 1 month - 30 years (mean 4 ± 6 years) (See Table 1). 
One person had intermittent symptoms for 30 years, with 
periods with no symptoms. From 63 patients who completed 
the SSS and were eligible for this study, 38 patients 
completed the PSSD, and 22 completed testing with the 
Vibrometer for both baseline and final follow up. Within this 
group of patients, the PSSD and the Vibrometer had 1, and 5 
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patients respectively who had their scores at 6 weeks carried 
forward to 12 weeks because the 6 week score was the last 
follow-up. 

Table 1. Demographic information of patients. 
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Left Hand Affected 


10 


Right Hand Affected 


20 


Both Hand Affected 


33 


Heart Problems 


6 


Diabetes 


4 


Arthritis 


22 


WSIB Compensation Cases 


14 (2 pending) 



WSIB = Workplace Safety Insurance Board. 



Table la. CTS severity based on electromyography data for 
median motor distal latency (MDL) and median 
segmental sensory latency (SDL). 



Median Motor Distal 
Latency (MDL) 


N 


Mean (SD) 


Minimum 


Maximum 


Mild (3.8-4.5ms) 


16 


4.14(0.24) 


3.80 


4.50 


Moderate (4.6-6.0ms) 


23 


5.26 (0.40) 


4.60 


6.00 


Severe (>6.0ms) 


6 


8.03 (2.25) 


6.10 


11.70 



Median Segmental 
Sensory Latency (SDL) 


N 


Mean (SD) 


Minimum 


Maximum 


Mild (3.0-3.5ms) 


4 


3.26 (0.25) 


3.00 


3.50 


Moderate (3.6-4.5ms) 


2 


4.05 (0.35) 


3.80 


4.30 


Severe (>4.5ms) 


n/a 


n/a 


n/a 


n/a 



SD - Standard Deviation. 

n/a = data not available (no severe cases were found with SDL). 



The Vibrometer demonstrated moderate correlations to 
dexterity at most follow-up assessments; and was more 
strongly related to these tools than was the PSSD (Table 2). 
The Vibrometer had moderate correlations with Dexterity 
(r = 0.36 - 0.41) at all follow up points (Table 2). The PSSD 
demonstrated low correlation with Dexterity (r < 0.20) at 
baseline and 12 weeks, but moderate correlation at week 6 
(r = 0.32) (Table 2). Neither sensory measure correlated 
significantly to the DASH (r = 0.09 - 0.30) (Table 2). 

The CID for the PSSD was equal 0.15 g/mm 2 (60% 
sensitivity; and 39% specificity) with an area under the curve of 
0.46 (0.27, 0.64) (Fig. 2 and Table 3). The ROC curve for the 
Vibrometer could not be graphed because all 22 individuals 
who completed vibrometry improved at least 0.5 points on the 
SSS and the cutoff point did not provide any values for the 
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x-axis for 1 -specificity (Table 4). The PSSD demonstrated low 
responsiveness for both responder (SRM = 0.09 and ES = 0.08) 
and non-responder (SRM = 0.04 and ES = 0.06) (Table 4). The 
Vibrometer demonstrated moderate responsiveness for res- 
ponders to treatment (SRM = 0.61 and ES = 0.46) (Table 4). 

Table 2. Spearman correlation between sensory tests and 
their functional measures. 



Tools 


Time 


PSSD r, (CI) 


Vibrometer r, (CI) 


DASH 


Baseline 


0.09 (-0.23-0.43) 


0.13 (-0.12-0.38) 


6 weeks 


0.30(0.01-0.61) 


0.21 (-0.06-0.48) 


12 weeks 


0.10 (-0.16-0.37) 


0.22 (-0.05-0.49) 


Dexterity 


Baseline 


0.20 (-0.11-0.51) 


0.36* (0.09-0.61) 


6 weeks 


0.32* (0.02-0.62) 


0.41* (0.14-0.68) 


12 weeks 


-0.02 (-0.29-0.25) 


0.39* (0.12-0.66) 



PSSD = pressure specified sensory device. DASH = disability of the arm, shoulder, and 
hand. 

* Correlation is significant at p<0.05. 

Confidence intervals were calculated with http: //vassarstats.net/rho.html 
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Table 3. Information on the ROC curves produced. 



Properties 


APSSD 
n = 38 


AVibrometer 
n = 22 


External Criterion 


Failed to sufficiently resolve 
symptoms - based onASSS = 0.5 


Cut point for CID 


0.15 


Undefined 


Area under the curve 


0.46 (0.27-0.64) 


n/a 


Sensitivity 


0.60 


n/a 


Specificity 


0.39 


n/a 



ROC = receiver operating characteristic. CID = minimally clinically important 
difference. ASSS = change in SSS scores. APSSD = change in PSSD scores. 
AVibrometer = change in Vibrometer scores. 



DISCUSSION 

The current study demonstrated that Vibrometry is 
preferable to PSSD in measuring sensory responses to 
conservative management of CTS. The Vibrometer was 
more responsive based on both anchor and distribution based 
estimates of responsiveness. The correlations between 
sensory function and hand function were stronger for the 



Table 4. Responsiveness for the PSSD, and vibrometer based on CID of ASSS = 0.5. 



Groups 


N 


Mean Baseline Score 
(SD) 


Mean Post Treatment Score 
(SD) 


Mean Change 
(SD) 


SRM 
(CI) 


ES 
(CI) 


PSSD Responder 


15 


4.13 (1.99) 


3.83 (3.53) 


0.30(3.26) 


0.09 (-0.42-0.60) 


0.08 (-0.43-0.59) 


PSSD Non Responder 


23 


7.82 (9.47) 


7.30 (15.29) 


0.53 (13.48) 


0.04 (-0.37-0.45) 


0.06 (-0.35-0.47) 


Vibrometer Responder 


22 


25.55 (19.51) 


16.64(14.46) 


8.91 (14.70) 


0.61 (0.20-1.02) 


0.46 (0.05-0.47) 



SD = standard deviation. SRM = standardized response mean. ES = effect size. PSSD = pressure specified sensory device. DASH = disability of the arm, shoulder, and hand. 
CI = confidence interval. The overall effect size of all patients was calculated to indicate the overall response to orthotic intervention; SRM and ES were calculated separately for 
responders and non-responders to indicate responsiveness. 




0 4 0.6 

1 - Specificity 

Diagonal segments are produced by ties. 

Fig. (2). ROC Curve for determining the probability of a successful outcome based on APSSD and CID of 0.5 for the ASSS. Circle 
represents CID. 
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Vibrometer in comparison to the PSSD. Despite some 
positive findings, neither the PSSD nor Vibrometer 
discriminated to the extent thought useful for clinical 
practice. In fact the PSSD was no better than chance at 
discriminating patients who had symptoms that improved a 
clinically important amount as (Table 3). The Vibrometer 
did not provide a defined cut score, as all patients had 
improved at least 0.5 on the SSS. A larger sample size of 
patients should be recruited for future studies to increase the 
number of failures from orthotic intervention to allow for a 
cut score to be determined for the Vibrometer. Clinicians 
should be aware that although the Vibrometer may not 
provide useful information about sensory function, the 
Vibrometer nor PSSD are sufficient for clinical decisions 
about whether their patients have made clinically important 
improvements. Previous literature has stated that vibrometry 
is insufficient for screening purposes [46]. Since that the 
Vibrometer shows more promise, further research should 
consist of a detailed analysis about the use of Vibrometer 
scores in clinical decision-making. Our study found a 
significant relationship for sensory scores to dexterity but not 
to the DASH. Dexterity may be dependent on tactile 
discrimination as sensory function. The DASH has questions 
about some aspects of symptoms (numbness/tingling) or 
function (dressing) that were also assumed to be related to 
sensory function. The lack of significance correlations may 
reflect that sensory function is less directly related to DASH 
items. The Vibrometer demonstrated moderate correlations 
to dexterity at all follow up points (Table 2). This may have 
resulted because Meissener corpuscles are affected earlier 
and recover earlier than other sensory receptors from nerve 
compression [47]. Any changes in vibration threshold should 
correlate with changes in dexterity. In addition, there was a 
moderate correlation between PSSD and Dexterity at 6 
weeks, but only low correlation at baseline and 12 weeks. 
The low correlations between touch threshold and dexterity 
may have resulted because alterations to sensation are more 
common than alterations in motor function in mild to 
moderate CTS cases. Alternations in motor function occur in 
late stage of chronic compression neuropathies, which are 
considered severe [46, 48]. Severe cases involving altered 
motor function would proceed to surgery rather than be 
treated with conservative management. The finding from this 
study contrasts results by Melchoir et al. 2006, which found 
that palmar light touch threshold was correlated to dexterity 
tasks in patients with peripheral neuropathy [49]. Differences 
may result because the patients had nerve pathologies from 
leprosy and not CTS. 

Our study results had some limitations. A possible limi- 
tation was how we defined clinically important improve- 
ment-progression to surgery due to unresolved symptoms. 
Surgery was used to define whether a patient had clinically 
important improvement or not from orthotic intervention. 
We had followed patients for 1 year to determine if patients 
had surgery for unsuccessful treatment with orthotic 
intervention. Based on proceeding to surgery, the SSS scores 
were used to distinguish responders and non-responders 
from because the SSS is a disease specific tool and would 
allow for a cutoff point to be set (not just using nominal 
criteria of proceeding to surgery). Some patients may not 
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have achieved symptom resolution, but may have been 
reluctant to have surgery. Any misclassification in the 
external criterion will contribute to a lower CID. However, 
our responsiveness indices for the SSS suggest this had a 
minor impact as we differentiated a group with high 
responsiveness from a group with minimal response on this 
tool. Since carpal tunnel release is now an out-patient 
procedure and performed in the outpatient clinic in tertiary 
care centers, we find that few patients are reluctant to have 
surgery. However, we cannot eliminate this as a potential 
factor. It is also possible that some patients went to other 
centers for surgery, but this is unlikely since our center has a 
very wide catchment area. 

Finally, missing data was a concern since not all patients 
returned after 6 week follow-up; a number of patients did not 
complete the sensory tests and the SSS. We experienced a 
substantial attrition in this study. We do not know if subjects 
who were better or unchanged were more likely to drop-out, 
but all patients who returned at 6 weeks and at 12 changed 
minimally between these 2 time points. Hence, our carry 
forward approach was the best alternative to estimate the 
final results for each outcome measure. 

CONCLUSION 

This study suggests that the Vibrometer is a better choice 
for evaluating sensation to represent overall hand function. 
However, sensory tools should not be used in isolation to 
make decisions about clinical improvement in CTS until 
further studies are done to examine different sensory tools 
and their discriminative ability in larger samples. Despite the 
common use of sensory evaluation, there remains a large gap 
in our knowledge of the clinical measurement properties of 
different tools and test protocol variations. 



LIST OF ABBREVIATIONS 



CID 


= Clinically Important Difference 


CTS 


= Carpal Tunnel Syndrome 


DASH 


= Disability of the Arm, Shoulder, and Hand 


EMG 


= Electromyography 


ES 


= Effect Size 


ICC 


= Intra class Correlation Coefficient 


PSSD 


= Pressure Specified Sensory Device 


ROC 


= Receiver Operating Characteristic 


SRM 


= Standardized Response Mean 


SSS 


= Symptom Severity Scale 
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